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LAWRENCE COUNTY, OHIO 35-44-02 Fox Hollow 
Covered Bridge in Elizabeth Twp. over Little 
Pine Creek about 8 mi. NW of Ironton. Howe 
Truss. This covered bridge was removed October 
1967. Photo taken May 1966 by E.M. Hall. 
Northern Ohio Covered Bridge Society. 

I 

o 

i 





PLACE 
STAMP 
HERE 


POST CARD 



Ok 

Address 


H 

o 



6 



i 

t 





<*> 

125438 




